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Chloride of Lime in Sanitation.

217.
Ibid., p. 7.

From the standpoint of condition, table 2 gives the best information, show-
ing a highly putrescible mixture from May to September, with the oxygen
practically exhausted. The passage through the turbines causes a slight in-
crease in the content of oxygen. Whenever water is passed over the spillway
marked aeration ensues. Under average conditions this is sufficient to raise
the oxygen content below the power house or two or more parts per millic?n.

Record of Dissolved Oxygen and Putrescibility at the Power
House of the Sanitary District, Lockport.

1911.

March 21
April

May

June

July       6

1.
	Temperature of water.
	Dissolvec
	I oxygen.
	Putrescibility.


	Centigrade.
	Parts per million.
	Per cent, saturation.
	Relative stability


	
	
	
	number.

21
	4.5
	7.5
	58
	84


	4.5
	3.6
	28
	87

30
	5.0
	4.7
	37
	75


	5.0
	4.7
	37
	44

6
	4.0
	5.4
	41
	80


	4.0
	4.1
	31
	75

13
	8.5
	4.3
	37
	75


	9.0
	4.3
	37
	75

27
	12.0
	0.6
	6
	60


	12.0
	0.9
	8
	78

4
	11.3
	2.4
	22
	71


	11.3
	1.6
	15
	10

10
	15.0
	0.5
	5
	32

18
	16.0
	0.3
	4
	32


	16.0
	0.3
	4
	25

23
	15.0
	0.6
	6
	80

1
	18.0
	0.2
	2
	18


	18.3
	0.2
	2
	18

10
	18.8
	0.04
	0.4
	7


	18.8
	0.04
	0.4
	7

22
	22.4
	0.0
	0
	9


	22.8
	0.0
	0
	8

OQ
	21.0
	
	
	9

j6l/
 30
	21.5
	0.1
	1
	9

6
	23.0
	0.0
	0
	15

